This r$$Qt I is msuifed-by law (? USC 5145}. Failure to ?«pon according to the regulations can 
result ifi gwdgr to aeasg and da&ist. and to be subject to penalties as provided for in Section at 50, 
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1) f%feak3«s$y acceptabi & . standard# governing toe care, treatment, and use cf animals, including appropriate use of anesthetic, analgesic, and tranquil rang drugs, prior tc, during, 
and flowing actual research, leaching, testing, surgery, or experimentation were followed fry this research facility. 

a) Each principal Investigator has considered alternatives to painful procedures . 

3) This facility tr^dherfog toiha standards and regulatrons under the Act and it has required that exceptions to the standards ar.d regulations fas specified and explained by t he 
..principal investigator sod approved by the institutional Animal Care and Use Committee (IACUC). A summary of aB the exceptions is attached to this annual report* In 
askStiom te'kt^n»ywg.tt« iACUC-apprtived exceptions, this summary includes a brief explanation of die exc eptions. as weti as the species and number of animals affected. 

4) The stJending v&U!fm»Tim fer this research facility has appropriate authority to ensure She provision cf adequate veterinary care and to oversee the adequacy of other 

m poets of mtifrfi care- and u$a. 
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(b)(6), (b)(7)c 


























